deny that you were told that you were being
discharged because you had permitted an
employee to run over and destroy a pump on
the 27th, and that you had permitted the
same thing to occur and seriously damaged
a pump on the 30th?

A.  Yes, sir, I do deny that.
Q.  You deny it?
A.  Yes, sir.

Q.  Well, a minute ago you said you couldn't
remember.

A.  I couldn't remember his exact words, but
I can remember that I wasn't told all of that.

Mr. Gravely stated that he was never told to go into
an unsafe area, and that therefore, he did not refuse to
go into an unsafe area (Tr, 128).  He confirmed that a danger
board is moved as the work progresses inby to support the
roof, and that he would always be working in the vicinity
of the danger board as it is moved inby with the roof support
work (Tr. 129}.

Mr. Gravely denied that Mr. Blankenship, Mr. Burgess,
or Mr, Crickmer ever specifically counseled him about his
work or the way he was carrying out his duties (Tr. 129-130).

When asked about the roof fall that Mr. Gravely contends
caused his discharge, he stated as follows (Tr. 147-152):

JUDGE KOUTRAS:  Mr. Gravely, in your
earlier statement that you filed, the
written statement, you say that Mr, Myers
had told you that Mr. Blankenship had
said that they were going to fire you for
the fall that occurred on the 28th.

THE WITNESS:  Yes, sir,

JUDGE KOUTRAS:  And then your statement says
that Mr. Blankenship told you that he was
firing you because of the fall that occurred
on the 28th.

THE WITNESS:  Yes, sir.

JUDGE KOUTRAS:  Did he blame you for the fall
that occurred on the 30th, too?.  After the second one?
